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ACTION ARA-10 

INFO OCT-01 ISO-OO ERDA-05 AID-05 CEA-01 CIAE-00 CIEP-01 

COME-OO DODE-OO EB-07 FPC-01 H-01 INR-07 INT-05 L-02 

NSAE-00 NSC-05 OMB-01 PM-03 SAM-01 OES-03 SP-02 SS-15 

STR-01 TRSE-00 FRB-03 FEA-01 NEA-09 /090W 

130813 

R 032010Z MAR 75 
FM AMEMBASSY PORT OF SPAIN 
TO SECSTATE WASHDC 7466 
INFO AMEMBASSY BRIDGETOWN 
AMEMBASSY CARACAS 
AMEMBASSY GEORGETOWN 
AMEMBASSY KINGSTON 
AMEMBASSY NASSAU 
AMEMBASSY PORT AU PRINCE 
AMEMBASSY SANTO DOMINGO 
AMCONSUL CURACAO 
AMCONSUL PARAMARIBO 


LIMITED OFFICIAL USE PORT OF SPAIN 0499 

E.O. 11652: N/A 

TAGS: EFIN, ENRG, OPEC, XL, VE, TD 
SUB J : VENEZUELAN OIL SCHEME 

REF: (A) STATE 35499; (B) GEORGETOWN 294 

1. IUST FOR THE RECORD, RE. PARA 8 REF (A), 

TRINIDAD IS NOT RPT NOT A MEMBER OF OPEC. 
TRINIDAD'S APPLICATION WAS REJECTED IN 1972. 
TRINIDAD DOES HAVE OBSERVER STATUS AT OPEC, 
HOWEVER, WHICH PERMITS IT TO ATTEND MEETINGS BUT 
NOT VOTE, AND THERE ARE SIGNS THAT TRINIDAD IS 
INTERESTED IN OBTAINING FULL OPEC MEMBERSHIP. 
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WM LESS THAN 10 PERCENT OF OIL IMPORTED BY 
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TRINIDAD FOR REFINING AND RE-EXPORT COMES FROM 
VENEZUELA; MOST COMES FROM SAUDI ARABIA, INDONESIA, 

IRAN AND ECUADOR. WE KNOW OF NO DISCUSSIONS 
WHICH MAY HAVE BEEN HELD BETWEEN VENEZUELA AND 
TRINIDAD ON SUBJECT OF VENEZUELAN OFFERS TO OTHER 
CARIBBEAN STATES OF FINANCIAL RELIEF FROM HIGH OIL 
PRICES. GIVEN TRINIDAD'S PAST RELUCTANCE TO 
EXTEND ANY PREFERENTIAL OIL PRICE TREATMENT TO 
ITS NEIGHBORS, WE IMAGINE THAT THE GOTT WOULD 
OPPOSE THE VENEZUELAN MOVE. 

MILLER 
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Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: PETROLEUM, MEETING OBSERVERS, CREDIT AGREEMENTS 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 03 MAR 1975 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: CunninFX 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975PORTO00499 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750074-0769 
From: PORT OF SPAIN 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750388/aaaadbtc.tel 

Line Count: 72 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION ARA 

Original Classification: LIMITED OFFICIAL USE 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 

Previous Classification: LIMITED OFFICIAL USE 

Previous Handling Restrictions: n/a 

Reference: 75 STATE 35499, 75 GEORGETOWN 294 

Review Action: RELEASED, APPROVED 

Review Authority: CunninFX 

Review Comment: n/a 

Review Content Flags: 

Review Date: 09 JUN 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <09 JUN 2003 by KelleyW0>; APPROVED <18 DEC 2003 by CunninFX> 
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Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 
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